Module 5-1

Lesson Topic 5-1-3

10.  (Continued)

nomenclature for the major unit.     Outside and
directly above each block is  the reference desig-
nator  for  the major unit.     The part number  for
the major  unit  is  sometimes  shown.

A7   529260C60004

RADAR   SET
CONTROL
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Figure 1

In figure 1, the nomenclature for the major unit
is:  RADAR SET CONTROL. The reference designator
is A7 and the port number is 52926QC600Q4,  The
interconnecting cables between the major units are
assigned a reference designator.  In figure 2 on the
next page there are four interconnecting cables Wl,
W14, W15, and W16.  Cable Wl is connected between
J5/P1 of the A6A1 assembly and P2/J2 of the A6A2
assembly.  Cable W15 is connected between J2/P1
of the A6 unit P2/J5 of the A7 unit.

For each plus/lack connector, the "P" represents

17l paths,   and signal paths between
